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This was a focused inspectiori in response lo a oomplaint of an injured tiffer. Tiger found to be under adequate 
■tfeCefinary care at ftiig time. 

Mo ncin-compliant items ideniilied during flhis inspection. 

EkIi lnterv»ew conducted wiin facility representative. 


MARY ANN MCBRIDE 


MARY ANN T MCBFl IDE U&DA , APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector Q&OS 


(b)(e), (b)(7)(c) 


Rasa 1 cf 1 


Date: 

Feb- 16-201 6 


Date: 

Feb- 11-2016 
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